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8Stii congkess 

1st Sksston 




IN THIC ITOlJBJi] OF UNPHNSENTA'riVl<:8 

DK<!K.\rnKR *k lOG.'l 

y\i\ Wyman inInnlunMl tho joint iTsoInlion ; whirli M*ns refovrcd 

In I ho ronimitloo on tho Judiciary 



JOEHT SESOLUTIOM 

Antlioriziiij** tlio Commission ostahlishod to report upon the 
nssassiimtion of rrosident John F. Kennedy to compel tlic 
attcndjuiec nnd testimony of witnesses and the production of 
records. 

1 Resolrrd hy /.he Samite and Home of Rp'in'mwtatives 

2 of lha United Shtloff of America in Co7up*e<i.^ nssicmhlcd, 

3 That tlie Commission established pui’snnnt to Executive 

4 Order lll.'h), dated November 29, 1903, to report upon 

5 the iissassinatioii of President John F. Kennedy is autlior- 
0 ized. for the i)nrpos*e carrying out its duties under sucli 

Executive order, to liold sueli hearings and sit and act at 
S such times and jdaees witliin or witlibut the United States 
ine.Inding any commonwealth or possession thereof, admin- 
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1 istcr Rucli o.-itJiR, nnd require, by subpena or otlicrwisc, the 

2 nttcndauce nnd testimony of such witnesses nnd the produc- 

3 tion of such hooks, records, correspondence, meiriornndums, 

4 papers, nnd documents ns tlic Commission m;iy deem neces- 

5 snry nnd advisable. Subpenns may l)c issued under the 
® signature of the Chnirman of the Commission, or any mem- 

her designated by him, and may he served by any person 
8 designated by such Chairman or member. The Cliaimnn 
^ may authorize any member of the Commission or its staff 
to conduct on its behalf any port of the investigation herein 
provided for and in such event nnd for such purposes any 
member so nuthorized shall have all of the powers herein 
granted to the Commission. 

Por the puqmscs of this resolution the Commission is 
authorized to sit and .net at such times and places during the 

1 f\ 

fli-st or second sessions of the Eighty-eighth Congress, re- 
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cessed nnd adjourned periods, and to employ such attorneys, 
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experts, clericnl, nnd other assistance ns may he required. 

The Commission shall report not later than the fii-st day 
of the first session of the Eighty-ninth Congress to the Con- 
gross the results of its investigation, together with its roe- 

22 

ommendations, if nny, for necessary legislation. 

23 n'l 1 • • • 

ilic expenses of this investigation shnll he jmid from the 

^ contingent fund of (he House. 
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